STATEMENT OF RETIREMENT - ELIGIBLE SOLDIER - REMAINING SERVICE OBLIGATION 

For use of this form, see AR 635-200; the proponent agency is DCS, G-1 . 


1. My current ETS is 

(Date) 

2. My current service obligation (as indicated below) will not be completed until 

— (Date) 

1 2 Months at current station. 

12 Months from arrival of dependents at my current station. 

Military or civilian course of instruction. 

Promotion lock-in. 

3. I understand that if I do not reenlist or extend my enlistment, as appropriate, in order to complete my service obligation, I will be discharged upon 
my ETS and may forfeit my retirement eligibility. 

4. I understand that if I am discharged upon my ETS because I failed to reenlist or extend my enlistment, as appropriate, I will not be eligible to 
enlist until 93 days following the date of my discharge and that such reenlistment will be subject to enlistment authorization and grade 
determination procedure prescribed in AR 601-210 and may be at least one grade lower than that in which I was discharged upon my ETS. 


5. I fully realized that if I am discharged upon my ETS and later reenlist, I may only retire in the grade in which then serving and my retirement will 
not be retroactive to the date of my prior discharge. 

6. I understand that I may submit my retirement application no earlier than 12 months, and no later than two months, prior to my ETS (or desired 
retirement date if it is earlier than my ETS). If circumstances beyond my control prevent me from applying within this time frame, I understand that 
I must consult my commanding officer or personnel officer about requesting an exception to policy or an extension of service (Paragraph 12-13, 

AR 635-200). 


TYPED NAME OF INDIVIDUAL 

SIGNATURE 

DATE 

GRADE 



TYPED NAME OF COMMANDING OFFICER 

SIGNATURE 

DATE 

GRADE BRANCH 
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PREVIOUS EDITIONS ARE OBSOLETE. 


APD LC vl.OOES 






